CLASSIFICATION OFFICE DECISION 


Title of publication: 

The King 

Other known title (s): 

Not stated 

OFLC ref: 

1900497.000 

Medium: 

Film 

Distributor: 

Rialto Distribution 

Director: 

David Michod 

FVLB Applicant: 

Rialto Distribution 

Producer: 

Brad Pitt 


et al. 

Country of origin: 

Hungary, United Kingdom 

Language: 

English, French 

Applicant: 

Film & Video Labelling Body 

Classification: 

Objectionable except if the availability of the publication is restricted to 
persons who have attained the age of 13 years. 


Excisions: 

Descriptive note: 

Display conditions: 

Date of entry in Register: 

Date of direction to issue 
a label: 

Date of notice of decision: 


No excisions recommended 

Strong violence and offensive language 

None 

16 October 2019 

No direction to issue a label has been issued 

No notice of decision has been issued 



Components 

Running time 

Timed component(s): 

The King 

139:57 

Total running time: 


139:57 


Summary of reasons for decision: 

Not applicable 





